2021-11-07 20:56:39	Info        	File test complete
2021-11-07 20:56:39	Info        	Average read speed: 4,10x
2021-11-07 20:56:39	Info        	Maximum read speed: 8,93x
2021-11-07 20:56:39	Info        	Minimum read speed: 1,37x
2021-11-07 20:56:39	Info        	Good: 8, Problem: 0, Error: 0
2021-11-07 20:56:39	Info        	8 files scanned
2021-11-07 20:55:51	Info        	File Test started
2021-11-07 20:55:51	Info        	Surface scan complete
2021-11-07 20:55:51	Info        	Average read speed: 19,50x
2021-11-07 20:55:51	Info        	Maximum read speed: 19,50x
2021-11-07 20:55:51	Info        	Minimum read speed: 19,50x
2021-11-07 20:55:51	Info        	Good: 100,00%, Problem: 0,00%, Error: 0,00%
2021-11-07 20:55:38	Info        	Scanning CD from sector 0 to 17526
2021-11-07 20:55:38	Info        	Total sector count: 17526
2021-11-07 20:55:38	Info        	Surface Scan started
2021-11-07 20:55:38	Info        	Layers: 0
2021-11-07 20:55:38	Info        	Capacity: 34,2 MB (17527 Sectors)
2021-11-07 20:55:38	Info        	Media ID: N/A
2021-11-07 20:55:38	Info        	Volume Label: My Disc         
2021-11-07 20:55:38	Info        	Media Type: CD
2021-11-07 20:55:11	----        	******************** Log session start 07-nov. 20:55:11.281 PID 7316********************
